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EMPLOYMENT AND SPECIALIZATION, 2000 
In 2000, the majority of equipment & instrument jobs were located in St. 
Louis, Kansas City, Henry County and Randolph County. 


According to specialization ratios (location quotients), 4 Missouri counties 
were highly specialized in equipment & instrument employment. These 
areas were concentrated in suburban St. Louis and in several regional 
towns in rural areas. The most specialized counties in the state were 
Maries, Henry, Randolph, St. Louis, and Audrain. It is important to note that 
SRs measure the proportion of industry employment relative to the state 
average, not the total number of jobs. 


EMPLOYMENT TRENDS, 1990-2000 
Equipment & instrument employment in Missouri has 
decreased steadily during the last decade. Employment has 
fallen since its peak in 1993. The most current data estimates 
3,890 equipment & instrument jobs during 3" quarter 2000. 


Employment was highest during 24 quarter 1993, with 5,656 
jobs. Employment was lowest during <4 quarter 2000, with 
3,890 jobs. 


Source: ES-202, MO Department of Economic Development 


ANNUAL AVERAGE WAGE PER JOB TRENDS, 1990-2000 

Annual average wages per job in the equipment & instrument 
industry in Missouri has increased since 1990. The most 
current data estimates an average wage per job of $37,597 
during 3¢ quarter 2000 - somewhat higher than the state 
average wage of $30,497. During the past decade, average 
wages per job showed peaks in the 4" quarter - indicating 
seasonality. 


Average wages per job were highest during 1st quarter 1998, at 
$60,385 per job. Average wages per job were lowest during 2" 
quarter 1990, at $32,880 per job. 


Wages adjusted to 2000 real dollars. 
Source: ES-202, MO Department of Economic Development 


FIRM TRENDS, 1990-2000 
The number of equipment & instrument firms in Missouri has 
increased since 1990. Establishments have rebounded after a 
drop in early 1998. The most current data estimates 112 
equipment & instrument firms during 3 quarter 2000. 


Firms were most numerous during the last half of 1996, at 121 
establishments. Firms were least numerous during the last half 
of 1993, at 102 establishments. 


Source: ES-202, MO Department of Economic Development 


For more information: 


Research and Planning 
Missouri Department of Economic Development 
620 Harry S. Truman Building 
Jefferson City, Missouri 65102 
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TEL: 573-522-6261 

FAX: 573-751-7385 
E-MAIL: dpeters4@mail.state.mo.us 
oe’ WEB: http: //www.MissouriEconomy.org 


